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SUBJECT: 


F&rachutes 


REFERENCE: 


J^emorandum from ASD/OSA to C/OD/OSA; 
dated 18 Oct 63; Subject: As above (OS A 5449) 
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personally 


Ua the morning of 21 October, 

requested a meeting of the E 4 E Survival Board in order that 
coordinated decisions could be obtained to facilitate handling of 
referenc e subject in an expeditious manner. I concur with 


in that this subject should be tabled, discussed and analyzed 
by the Board in order that a specific recommendation for action 
can be formalized. 


2, Recommend that the E & E Survival Board be convened 
at -.he earliest possible time and that ail members be so notified. 
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IX Colonel USA F 
Chief, Operations Division, OSA 

cc: B/ FA /OSA 
ASD/OSA 
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